LAS VEGAS. NEVADA 


In the deep gorge of Black Canyon Bureau 
of Reclamation Engineers have built a struc¬ 
ture of gigantic proportions. From the Nevada 
cliffs one looks down on the Arizona wing 
of the powerplant—650 feet long and tower¬ 
ing 229 feet above foundation. And this is 
but one wing of the U-shaped powerplant 
building, which is dwarfed, by the dam and 
the canyon walls. 
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Hoover (Boulder) Dam and Arizona Wing- of Powerhouse 



